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and Development Systems 


The Logic Cell Array 


The Logic Cell Array (LCA) is the first device to successfully 
bridge the gap between field programmable logic and gate 
arrays. The LCA™ successfully combines the benefits of low- 
power CMOS LSI technology and the advantages of user pro- 
grammability with the gate density and logic flexibility previ- 
ously obtainable only with gate arrays. 


The LCA provides a quantum jump in field-programmable logic 
device capability extending its usable functional density into a 
realm beyond that of more conventional programmable logic 
devices. Much greater gate utilization is achieved with the LCA 
by use of a flexible array type architecture more versatile than 
that of conventional PLDs, which is increasingly inefficient as 
gate density is increased. The Monolithic Memories M2018 
1800-gate LCA device can replace as many as six 1200-gate 
PLD devices in some applications. 


Gate arrays, on the other hand, provide densities higher than 
those of current LCAs. However, gate arrays typically require 
longer development times, design risks and significant cost. 


The LCA is the ideal option for the PLD designer wishing to 
achieve a new level of system functional density and for the 
gate array user looking for a low-cost and easy-to-use alterna- 
tive which provides instant prototyping through the power of 
in-circuit emulation 


Component Ordering Information 


M2018-50 CNL84 


PACKAGE TYPE 
N48 =48 Pin Molded DIP 
NL68 =68 Pin PLCC 
NL84 =84 Pin PLCC 


PART NUMBER 
M2064 (1200 Gates, 58 IOB) 
M2018 (1800 Gates, 74 IOB) 


SPEED GRADE P68 <=68Pin PGA 
-33 = 33 MHz Toggle Rate P84 =84PinPGA 
-50 = 50 MHz Toggle Rate 
-70 = 70 MHz Toggle Rate TEMPERATURE RANGE 

C =Commercial 
M=Military 


Package Availability 


48-PIN 
PART |PLASTIC 
NUMBER DIP 


N48 
M2064 X 


M2018 


68-PIN | 68-PIN | 84-PIN | 84-PIN 


Ordering Information Development 


Systems 


NUMBER 
LCA-MEKO1 
LCA-MDS21 
LCA-MDS22 


PART 


DESCRIPTION 


Logic Cell Array Evaluation Kit 
XACT™ Design Editor System 
P-SILOS™ Simulator 


LCA-MDS23 


LCA-MDS24-48N 


LCA-MDS24-68NL 


Routing Program 
XACTOR™ In-Circuit Emulator for 


Automatic Placement and 


48-Pin DIP (includes one LCA-MDS26 
and one LCA-MDS27-48N) 


XACTOR In-Circuit Emulator for 
68-Pin PLCC (includes one LCA- 
MDS26 and one LCA-MDS27-68NL) 


LCA-MDS24-68P 


XACTOR In-Circuit Emulator for 
68-Pin PGA (includes one LCA-MDS26 
and one LCA-MDS27-68P) 


LCA-MDS24-84NL 


XACTOR In-Circuit Emulator for 
84-Pin PLCC (includes one LCA- 
MDS26 and one LCA-MDS27-84NL) 


LCA-MDS24-84P 


XACTOR In-Circuit Emulator for 
84-Pin PGA (includes one LCA-MDS26 


and one LCA-MDS27-84P) 


LCA-MDS26 


T 
Universal Emulation Pod 


LCA-MDS27-48N 


LCA-MDS27-68NL 


~ 


Emulation Header Cable for 48-Pin DIP 


Emulation Header Cable for 
| 68-Pin PLCC 


LCA-MDS27-68P 


LCA-MDS27-84NL 


LCA-MDS31 


84-Pin PLCC 
Emulation Header Cable for 
LCA-MDS27-84P | 2) DG 
a ee 4 


Service Contracts 


Emulation Header Cable for 
68-Pin PGA 


Emulation Header Cable for 


FutureNet® DASH™ Schematic Design 
Entry Interface 


PART 
NUMBER DESCRIPTION 
LCA-MSC21 XACT Design Editor System (LCA-MDS21) 


Annual Support Agreement 


— 


TWX: 910-338-2376 
2175 Mission College Blvd. Santa Clara, CA 95054-1592 Tel: (408) 970-9700 TWX: 910-338-2374 
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Logic Cell Array M2064, M2018 


Features 
e Fully Programmable 
— I/O functions 
— Digital logic functions 
— Interconnections 
e General purpose array architecture 
e Complete user control of design cycle 


e Compatible arrays with logic cell complexity equivalent to 
1200 and 1800 usable gates 


e Standard product availability 
e 100% factory-tested 
e Selectable configuration modes 
e Low-power, CMOS, static memory technology 
e Three performance options: 33, 50, and 70 MHz 
e TTL or CMOS input threshold levels 
e¢ Complete development system support 
— XACT Design Editor 
— Macro Library 
— Timing analyzer 
— Design rules checker 
— Configuration file generator 
— Configuration file formatter 
e Optional features 
— Schematic capture entry 
— XACTOR in-circuit emulator 
— Logic and timing simulator 
— Auto Place/Route 


Description 


The Logic Cell Array (LCA) is a high-density CMOS user- 
programmable logic device. The array architecture of the LCA 
allows the designer total flexibility and yields extremely high 
gate utilization. The LCA is composed of three configurable 
logic elements: Input/Output Blocks (IOBs), Configurable Logic 
Blocks (CLBs), and Programmable Interconnect. The XACT de- 
velopment system Design Editor provides a graphical interface 
to configure individual IOBs for external interface, define CLBs 
to implement internal logic, and assemble an internal network 
of interconnect to accomplish larger logic functions. The XACT 
Design Editor provides an interactive graphic design capture 
system with an automatic routing feature. Both logic simulation 
and emulation are available for design verification. 


The Logic Cell Array's logic functions and interconnections are 
determined by a configuration program stored in internal static 
memory cells. On-chip logic provides for automatic loading of 
configuration data at power-up or on command. The program 
data can reside in an EEPROM, EPROM, or ROM on the circuit 
board or on a floppy disk or hard disk. 


Several methods of automatically loading the required data are 
designed into the Logic Cell Array and are determined by logic 
levels applied to mode selection pins at configuration time. The 
form of the data may be either serial or parallel, depending on 
the configuration mode. The programming data are indepen- 
dent of the configuration mode selected. 


The Logic Cell Array is available in a variety of logic capacities, 
package styles, temperature ranges and speed grades. 


Input/Output Block 


Each user-configurable I/O block (IOB) provides an interface 
between the external package pin of the device and the inter- 
nal logic. Each |/O block includes programmable input path and 
a programmable output buffer as shown in Figure 1. It also pro- 
vides input clamping diodes to provide protection from electro- 
static damage, and circuits to protect the LCA from latch-up 
due to input currents. 


The input buffer portion of each I/O block provides threshold 
detection to translate external signals applied to the package 
pin to internal logic levels. The input buffer threshold of the 1/O 
blocks can be programmed to be compatible with either TTL 
(1.4 V) or CMOS (2.2 V) levels. 


Output buffers in the I/O blocks provide 4-mA drive for high 
fan-out CMOS- or TTL-compatible signal levels. 


lOBs 


im rit 
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LCA Internal Structure 


PROGRAMMABLE 
INTERCONNECTS 


-——_— OOO eee 
LOGIC | CONFIG- CONFIG- 
PART |CAPACITY | URABLE USER URATION 
NUMBER | (USABLE | LOGIC /Os PROGRAM 
GATES) | BLOCKS (BITS) 
M2064 1200 64 58 12038 
M2018 1800 100 74 17878 
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Configurable Logic Block 


An array of Configurable Logic Blocks (CLBs) provides the 
functional elements from which the user's logic is constructed. 
The Logic Blocks are arranged in a matrix in the center of the 
device. The M2064 has 64 such blocks arranged in an 8-row by 
8-column matrix. The M2018 has 100 logic blocks arranged in a 
10 by 10 matrix. 


Each logic block has a combinatorial logic section, a storage 
element, and an internal routing and control section as shown 
in Figure 2. Each CLB has four general-purpose inputs: A, B, C, 
and D; and a special clock input (K), which may be driven from 
the interconnect adjacent to the block. Each CLB also has two 
outputs, X and Y, which may drive interconnect networks. 


Additional memory bits are used to set the user-definable path 
selectors, shown in Figure 2, which determine CLB internal 
connections. All memory bits are determined automatically by 
the XACT design editor as the design is entered. 


The logic block combinatorial logic uses a table look-up memo- 
ry to implement Boolean functions. This technique can gener- 
ate any logic function of up to four variables with a high-speed, 
sixteen-bit memory. The propagation delay through the com- 
binatorial network is independent of the function generated. 
Each block can perform any function of four input variables or 
any two functions of three input variables each. The input vari- 
ables may be selected from among the four inputs and the 
block's storage element output "Q." 


Programmable Interconnect 


Programmable interconnection resources in the Logic Cell 
Array provide routing paths to connect inputs and outputs of 
the I/O and logic blocks into desired networks. All interconnec- 
tions are composed of metal segments, with programmable 
switching points provided to implement the necessary routing. 
Three types of resources accommodate different types of net- 
works: 


e¢ General-purpose interconnect 
e Long lines 
e Direct connection 


TRI-STATE 
CONTROL 


OUTPUT 


PAD/PIN 


_ USER DEFINABLE 
~ PATH SELECTOR 


INPUT 


1/0 CLOCK 


Figure 1. |OB Logic Equivalent 


OUTPUTS 


INPUTS 
A 


0 oo 


_ USER DEFINABLE 
PATH SELECTOR 


Figure 2. CLB Logic Equivalent 


Summary of CLB Switching Characteristics 


SYMBOL PARAMETER 


SPEED GRADE 


tiLo Logic input to output | Combinatorial 


To output 
K Clock 


Logic-input setup 


Logic-input hold 0 


t Pad to input (direct 
PID Input/Output sooth 
top Output to pad (enabled) 


12 
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LCA-MDS21 XACT Design Editor 
System 


Features 

e Runs on an IBM® PC-XT™ or compatible computer 

e Complete basic system for designing with Logic Cell Arrays 
e Interactive graphical design editor 


e Simplified definition, placement and interconnection 
capability for logic design and implementation 


e Macro library of 113 standard logic family equivalents 
e Utility for user-defined macros 


e Boolean equation or Karnaugh map alternatives to specify 
logic functions 


e Point-to-point timing calculations for critical path analysis 


e Automatic design consistency checking for connectivity and 
design violations 


e Documentation support with hardcopy output of logic and 
physical configuration information 


e Download cable to transfer configuration programs from 
personal computer to LCA in target system 


e¢ Compatible hardware and software options to enhance 
design productivity 


e File formatter for EPROM programmer 


General 


The XACT Design Editor provides users with a complete design 
and development system for specification and implementation 
of designs using Monolithic Memories' Logic Cell Arrays. Func- 
tional definition of Configurable Logic Blocks (CLBs), Input/ 
Output Blocks (IOBs) and interconnection is performed with a 
menu-driven interactive graphics editor. An automatic router 
greatly reduces the effort to interconnect logic. 


Designs are captured with a graphics-based design editor 
using either a mouse for menu-driven entry, or a keyboard for 
command-driven entry. Functions are specified by CLB and 
IOB definitions plus their interconnections. The macro library 
and user-defined macros enable the user to easily implement 
complex functions. 


The check for logic connectivity and design rule violation is 
easily performed. All unused internal nodes are automatically 
configured to minimize power dissipation. 


Interactive point-to-point timing delay calculation is provided 
for timing analysis and critical path determination. This ability 
enables the user to quickly identify and correct timing prob- 
lems while the design is in progress. 


Automatic generation of similar input netlist files with timing 
parameters simplifies the use of P-SILOS for logic and timing 
simulation. 


The XACT Design Editor includes hardcopy generation to docu- 
ment a design and automatically track design changes. Logic 
Cell Array configuration programs can be automatically trans- 
lated into standard EPROM programming bit pattern formats. 


A download cable included with XACT is useful for transferring 
configuration programs serially from the PC workstation to a 
Logic Cell Array installed in a system. During product develop- 
ment and debug this capability can be used to save the time re- 
quired to write amodified configuration program intoan EPROM. 


Monolithic Memories provides ongoing support for XACT users. 
For the first year, software updates are included. After that the 
user may purchase the LCA-MSC21 Annual Support Agree- 
ment to continue to receive the latest software releases. XACT 
users also receive Monolithic Memories’ technical information, 
which includes information about Logic Cell Arrays and PAL® 
devices, as well as software updates and application notes for 
designers. In addition, Monolithic Memories provides compre- 
hensive field and factory support. 


System Requirements 

Minimum System Configuration 

IBM PC-XT, PC-AT or compatible computer with: 

e MS-DOS™ 2.1 or higher 

e 1M Bytes RAM 

e 1 Diskette Drive 

e 10-MB Hard Disk 

e IBM compatible Color Graphic Adapter and Display 
e 1 Serial Interface Port 


1 Parallel Interface Port 
e Mouse System™, Microsoft® or compatible mouse 


Design Editor with Routed Design 
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General 


GADD 
GCOMP 
GEQGT 
GMAJ 
GMux 
GPAR 
GXOR 
GXOR2 
GXTL 
GOSC 


Pads 


PIN 
PINQ 
PIO 
PIOQ 
PIOC 
PIOQC 


POUT 
POUTC 
POUTZ 
PREG 


Latches 


LD 
LC-rd 
LC-sd 
LD-srd 
LDM 
LDM-rd 
LDM-sd 


Flip-Flops 


FD 
FDR 
FDS 
FD-rd 
FD-sd 
FD-srd 
FDC 


Adder 

Compare 

Equal or Greater 
Majority 

2-to-1 Mux 

Parity 
Exclusive-OR 
Dual Exclusive-OR 
Crystal Oscillator 
Low Frequency 
Resistor-Capacitor Oscilator 


Input Pad 
Input Pad with Storage 
Input/Output Pad 


Input/Output Pad with Input Storage 
Input/Output Pad with ‘Open Collector’ 
Input/Output Pad with Input Storage, 


‘Open Collector’ 

Output Pad 

Output Pad with ‘Open Collector’ 
Output Pad with 3-State Control 
Output Pad with Input Storage 


Data Latch 

Data Latch with ResetDir 

Data Latch with SetDir 

Data Latch with SetDir, ResetDir 
Data Latch with 2-Input Data Mux 
Data Latch with 2-Input Data Mux 
Data Latch with 2-Input Data Mux 


D Flip-Flop 

D Flip-Flop with Reset 

D Flip-Flop with Set 

D Flip-Flop with ResetDir 

D Flip-Flop with SetDir 

D Flip-Flop with SetDir, ResetDir 
D Flip-Flop with ClkEna 


XACT Macro Library 


FDCR 
FDCS 
1 FDM 

1 FDMR 

1 FDMS 

1 FDM-rd 
1 FDM-sd 
1 FSR 

1 FRS 


1 FJK 
0+ 21I0B FJKS 


1+ 21I0B FJK-rd 
FJK-sd 
FJK-srd 
1OBs 
FTO 
1 FTOR 
1 FT 
1 FTP 
1 FTP-rd 
{ FTR 
{ FTS 
FT2 
FT2R 


1 
4 
1 Decoders 
4 


D Flip-Flop with ClkEna, Reset 

D Flip-Flop with ClkEna, Set 

D Flip-Flop 2-Input Data Mux 

D Flip-Flop 2-Input Data Mux, Reset 

D Flip-Flop 2-Input Data Mux, Set 

D Flip-Flop 2-Input Data Mux, ResetDir 
D Flip-Flop 2-Input Data Mux, SetDir 
Set-Reset Flip-Flop with Set Dominate 
Set-Reset Flip-Flop with Reset Dominate 
J-K Flip Flop 

J-K Flip Flop with Synchronous Set 
J-K (Set-Reset) Flip Flop with ResetDir 
J-K (Set-Reset) Flip Flop with SetDir 
J-K (Set-Reset) Flip Flop with SetDir, 
ResetDir 

Self Toggle Flip-Flop 

Self Toggle Flip-Flop with Reset 
Toggle Flip-Flop 

Toggle Flip-Flop with ParEna 

Toggle Flip-Flop with ParEna, ResetDir 
Toggle Flip-Flop with Reset 

Toggle Flip-Flop with Set 

2-Input Toggle Flip-Flop 

2-Input Toggle Flip-Flop with Reset 


ee Cea Cane ae! ee Cee Ce Ve eee a ce ae 


ee ee ee ee ae eee Gee ee 


CLBs 
D2-4 1-of-4 Decoder 2 
CLBs D2-4E 1-of-4 Decoder, with Ena 2 
74-139 1-of-4 Single Decoder with Low Output, Ena 4 
1 D3-8 1-of-8 Decoder 5 
1 D3-8E 1-of-8 Decoder with Ena 6 
1 74-138 1-of-8 Decoder with Enables, Low Output 7 
1 74-42 1-of-10 Decoder with Low Output 8 
1 
»ResetDir 1 Multiplexers CLBs 
, SetDir 1 

M3-1 3-to-1 Mux 2 
CLBs M3-1E 3-to-1 Mux with Ena 2 
M4-1 4-to-1 Mux 3 
1 M4-1E 4-to-1 Mux with Ena 3 
1 74-352 4-to-1 Mux with Low Output, Ena 3 
Fl M8-1 8-to-1 Mux 7 
5 M8-1E 8-to-1 Mux with Ena 7 
1 74-151 8-to-1 Mux with Ena 7 

1 Complementary Outputs 
1 74-152 8-to-1 Mux with Low Output 7 
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XACT Macro Library 
Registers CLBs Modulo 8 
Data Registers C8BCP 
C8BCR 
RD4 4-Bit Data Register 4 C8BC-rd 
RD8 8-Bit Data Register 8 C8JCR 
RE8CR 8-Bit Data Register with ClkEna, Reset 8 
Modulo 10 
Serial to Parallel 
C10BC-rd 
RS4 4-Bit Shift Register 4 C10BCP-rd 
74-195 4-Bit Serial to Parallel 5 
Shift Register with ParEna, Reset 74-160 
74-194 4-Bit Bidirectional Shift Register 12 
with ClkEna, ParEna, ResetDir C10BP-rd 
RS8 8-Bit Shift Register 8 C10JCR 
RS8CR 8-Bit Shift Register with ClkEna, Reset 8 
RS8PR 8-Bit Shift Register with ParEna, Reset 8 Modulo 12 
RS8R 8-Bit Shift Register with Reset 8 
74-164 8-Bit Serial to Parallel Shift Register 8 C12JCR 
with ResetDir 
Modulo 16 
Counters CLBs C16BA-rd 
a C16BC-rd 
Modulo 2 C16BCPR 
C2BCR 1-Bit Binary Counters with ClkEna, Reset 1 C16BCP-rd 
C2BC-rd 1-Bit Binary Counters with ClkEna, ResetDir 1 
C2BP 1-Bit Binary Counters with ParEna fl 74-161 
C2BR 1-Bit Binary Counters with Reset 1 C16BP-rd 
C2B-rd 1-Bit Binary Counters with ResetDir 1 C16BUD-rd 
Modulo 4 C16JCR 
C4BCP 2-Bit Binary Counters with ClkEna, ParEna 3 Modulo 256 
C4BCR 2-Bit Binary Counters with ClkEna, Reset 2 
C4BC-rd 2-Bit Binary Counters with ClkEna, ResetDir 2 C256FC-rd 
C4JCR 2-Bit Johnson Counters with ClkEna, Reset 2 
Modulo 6 
C6JCR 3-Bit Johnson Counter with CikEna, Reset 3 


3-Bit Binary Counters with ClkEna, ParEna 
3-Bit Binary Counters with ClkEna, Reset 
3-Bit Binary Counters with ClkEna, ResetDir 
3-Bit Johnson Counters with ClkEna, Reset 


HRA 


4-Bit BCD Counter with CikEna, ResetDir 4 


4-Bit BCD Counter with ClkEna, ParEna, v 
ResetDir 
4-Bit BCD Counter with CikEna, ParEna, 8 
ResetDir 
4-Bit BCD Counter with ParEna, ResetDir 6 
5-Bit Johnson Counter with ClkEna, Reset 5 


6-Bit Johnson Counter with ClkEna, Reset 6 


4-Bit Binary Ripple Counter with ResetDir 4 
4-Bit Binary Counter with ClkEna, ResetDir 4 
4-Bit Binary Counter with ClkEna, ParEna, 10 
Reset 

4-Bit Binary Counter with ClkEna, ParEna, 6 
ResetDir 

4-Bit Binary Counter with ResetDir 8 
4-Bit Binary Counter with ParEna, ResetDir 5 
4-Bit Binary Up-Down Counter with ParEna, 8 
ResetDir 

8-Bit Johnson Counter with ClkEna, Reset 8 


8-Bit Modulo 256 Feedback Shift Register 9 
with ClkEna, ResetDir 
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LCA-MDS22 P-SILOS Simulator 


Features 
e Event-driven logic and timing simulator 


e Logic network input automatically generated by XACT 
Design Editor 


¢ Control and observation of any physical circuit node 
e Multiple file input for vectors and commands 

e Interactive or batch mode operation 

e Output available in printed or tabular formats 


e Runs on an IBM PC-XT, PC-AT or compatible personal 
computer 


General 


P-SILOS is a powerful PC-based simulator that provides event- 
driven logic and timing simulation of Logic Cell Array designs. 
Simulation is particularly useful for testing logic or logic seg- 
ments as well as for verifying critical timing over worst case 
power supply, temperature and process conditions. 


Simulation is useful in several stages of the design cycle. After 
design entry, simulation may be used to debug logic in an 
unplaced and unrouted design. This saves design time 
because logic errors can be detected and corrected prior to 
final placement and routing. After a circuit has been placed, 
routed, and then fully debugged using in-circuit emulation, 
worst case timing may be verified. This enables the user to 
select the correct Logic Cell Array speed for a particular appli- 
cation. 


Network inputs for Logic Cell Array designs are automatically 
created by the Simgen utility in the XACT system. The network 
includes logic and routing delay parameters and setup and hold 
times based upon the selected speed grade operating under 
worst case conditions. Simulation stimuli are created with a set 
of clock statements or with an input pattern for either pad 


inputs or internal nodes. Simulation results are available in 
tabular, plotted, and graphic formats. This flexibility makes 
debugging easy for both the circuit function and timing. 


System Requirements 

Minimum System Configuration 

IBM PC-XT, PC-AT or compatible computer with: 
e MS-DOS 2.1 or higher 

e 640 K Bytes RAM 

e 1 Diskette Drive 

e 10-MB Hard Disk 

e 1 Parallel Interface Port 


Refer to the MDS21 XACT Design Editor Product Datasheet for 
additional equipment required for systems which will also run 
the XACT Design Editor. 


P-SILOS Waveform Output 
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LCA-MDS23 Automatic Placement 
and Routing Program 


Features 


e Automatic placement and routing of logic to minimize design 
cycle time 


e User control over placement of logic blocks 
e User specification of critical paths 
e Netlist inputs from either schematic capture or XACT 


e May be used in conjunction with schematic capture or with 
the XACT Design Editor 


e Runs on IBM PC-XT, PC-AT or compatible personal 
computer 


General 


The automatic Placement and Routing program enhances the 
productivity of designers using Logic Cell Arrays by reducing 
design placement and routing time, whether the design logic is 
entered from a schematic capture package or from the XACT 
Design Editor. 


Designs that are developed incrementally can also take advan- 
tage of Automatic Placement and Routing. Partial Logic Cell 
Array layouts can be locked in place while additions to the 
design are automatically placed and routed, or the design can 
be completely rearranged to yield a new placement. 


The Automatic Placement and Routing program is extremely 
flexible. Through placement directives the user can control the 
placement process to achieve the best placement for a partic- 
ular design. Routing resources can be specified to minimize 
clock skews and signal delays for critical paths. The result is 
faster product developement. 


System Requirements 

Minimum System Configuration 

IBM PC-XT, PC-AT or compatible computer with: 
e MS-DOS 2.1 or higher 

640 K Bytes RAM 

1 Diskette Drive 

e 10-MB Hard Disk 

e 1 Parallel Interface Port 


Refer to the MDS21 XACT Design Editor Product Datasheet for 
additional equipment required for systems which will also run 
the XACT Design Editor. 


XACT Schematic Design 
Design System Entry Interfaces 
LCA-MDS21 LCA-MDS31 


APR 
Auto Place And Route 
LCA-MDS23 


Optimally Placed 
And Routed 
LCA Design 


APR Diagram 
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LCA-MDS31 FutureNet DASH 
Schematic Design Entry Interface 


Features 


e Design entry to XACT via the FutureNet DASH Schematic 
Designer 


e Macro library of over 100 standard logic family equivalents 
derived from the XACT Macro Library 


e Library of logic symbols including all two-input, three-input, 
and four-input AND, OR, and XOR gates plus storage, input/ 
output, and clock elements 


e User control for flagging critical paths for the LCA-MDS23 
Automatic Placement and Routing Program 


e Automatic partitioning and conversion of schematic 
drawings to a Monolithic Memories’ Logic Cell Array design 
file 

e Output compatibility with XACT Design Editor and the 
Automatic Placement and Routing Program 


e Runs on an IBM PC-XT, PC-AT or compatible personal 
computer 


General 


Schematic entry and automatic partitioning of Logic Cell Array 
designs shortens product development times. Complex de- 
signs can be specified schematically and quickly implemented 
for in-circuit design verification. 


Monolithic Memories FutureNet DASH Schematic Design Entry 
Interface provides the symbol library and conversion utility to 
permit designers to enter Logic Cell Array designs with the 
FutureNet DASH Schematic Designer. The Monolithic 
Memories module provides the logic, I/O and macro symbols to 
be used in the schematic and a conversion utility which auto- 
matically partitions and translates the schematic into a Logic 
Cell Array design. 


System Requirements 
Minimum System Configuration 
IBM PC-XT, PC-AT or compatible computer with: 


e FutureNet DASH-2 or later, and associated hardware 
including mouse, Enhanced Graphics Adapter and Display 


MS-DOS 2.1 or higher 
640 K Bytes RAM 

1 Diskette Drive 

e 10-MB Hard Disk 


Refer to the MDS21 XACT Design Editor Product Datasheet for 
additional equipment required for systems which will also run 
the XACT Design Editor. 


Schematic Capture 
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LCA-MDS24, LCA-MDS26, LCA- 
MDS27 XACTOR In-Circuit Emulator 


Features 
e Real-time in-circuit emulation in user's target system 
e Concurrent emulation of up to four devices 


e Readback and display of Logic Cell Array internal storage 
element states 


e Device status display with automatic update of 
asynchronous events 


e Control and I/O pin isolation from target system 


e Support for daisy chain programming of up to seven devices 
in a daisy chain 


e On-chip crystal oscillator support during emulation 
e Support for multiple device and package types 


e Runs on an IBM PC-XT, PC-AT or compatible personal 
computer 


General 


The XACTOR real-time in-circuit emulator provides interactive 
target-system emulation of up to four Logic Cell Arrays from 
the host PC system. In-circuit emulation provides a powerful 
productivity enhancement to simulation, providing capabilities 
to verify functionality in the target system at full speed with all 
other circuits and system software. 


The emulation system is composed of a microcomputer-based 
controller (LCA-MDS24), and from one to four universal emula- 
tion pods (LCA-MDS26), each with a package-specific emula- 
tion header (LCA-MDS27). One universal emulation pod is 
included with the system. The controller is connected to the 
host PC through a serial port and provides local storage of con- 
figuration programs, control of individual device configurations 
and control of the isolation of the pod device(s) from the target 
system. The user can set the state and isolation for each of 
the control signals to provide debugging of target hardware. 
Four general I/O pins are available to provide test points which 
may also be isolated from the target system. 


Target Logic Cell Arrays can be programmed individually or ina 
daisy chain. Daisy chains of up to seven devices may be sup- 
ported from any of the four pods. Individual device isolation 
and configuration is controlled with mouse or keyboard com- 
mands and may be supplemented with user-defined setup files 
for easy system debugging. 


Readback of device configuration may be performed on com- 
mand for verification of the configuration process and interro- 
gation of the internal states. The state of all internal storage 
elements is displayed after readback has been performed. 
Status displays showing the state of all isolation switches and 
control signal states are provided. The status display includes 
automatic reporting of asynchronous status changes in the 
target system. 


Universal In-Circuit Emulator Pod 
(LCA-MDS26) 


Additional pods may be connected to the XACTOR in-circuit 
emulator controller, up to a maximum of four pods per control- 
ler. Pod headers (LCA-MDS27) are interchangeable for differ- 
ent device and package types. Each pod provides a direct 
in-socket connection for a minimum disruption of the target 
system. Test points are provided to allow connection of a logic 
analyzer or other test equipment to aid in the system 
debugging. 


System Requirements 
Minimum System Configuration 


IBM PC-XT, PC-AT or compatible computer as configured for 
MDS21 XACT Design Editor, plus second serial interface port. 


MONOCHROME 
MONITOR 
(OPTIONAL) 


COLOR-GRAPHICS 
MONITOR 


SERIAL 
PORT IBM PERSONAL 
\ COMPUTER 
(AT OR XT) 
SERIAL PORT 


KEYBOARD 


MOUSE a 


XACTOR 
CONTROLLER 
FLAT 
RIBBON 
oz : CABLE 


NOTE: a 1 es 2 es 3 pe 4 
INTERCHANGEABLE 
HEADER CABLES 


| Te 


XACTOR Hardware 
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LCA-MEKO1 Logic Cell Array 
Evaluation Kit 


The Monolithic Memories Logic Cell Array is a high-perfor- 
mance CMOS user-programmable gate array. The Monolithic 
Memories’ Logic Cell Array Evaluation Kit is a software pack- 
age that provides the capability to evaluate the Logic Cell 
Array for new applications. 


Features 


e Design software package for IBM PC-XT, PC-AT or 
compatible computer 


e Interactive graphics-oriented designer interface 


e Simplified definition, placement and connection capability for 
implementation of complex logic 


e Boolean equation or Karnaugh map alternatives to specify 
logic functions 


e Macro library of 113 standard logic equivalents plus support 
for user-defined macros 


e Point-to-point timing calculations for critical path analysis 


e Automatic checking for connectivity and design 
consistency 


e Hardcopy output of logical and physical configuration 
information 


General 


The Evaluation Kit can be used to enter complete designs 
using a subset of the XACT design editor, including the use of 
the Monolithic Memories macro library. Critical timing for the 
design can be evaluated with the timing delay calculator to 
evaluate the applicability of the Logic Cell Array technology to 
a particular design. 


Functional definition of Configurable Logic Blocks (CLBs), and 
their internal routing,|/O Block (IOB) definitions, and intercon- 
nection are all done within an integrated graphics-oriented 
system. Interactive placement and automatic routing of logic 
and I/O elements are accomplished quickly and easily via an 
easy-to-learn user interface. 


Designs are captured with a graphics-oriented design editor, 
using either a mouse or keyboard entry, driven from command 
or files. User functions are specified in terms of CLB definitions 
and interconnections. Standard logic functions from the macro 
library or user-defined macro capabilities can be utilized to 
quickly implement complex logic functions. Placement and 
routing can be edited easily to modify or optimize a design. 


Checking of logical connectivity is performed automatically. All 
unused internal nodes are automatically configured to minimize 
power dissipation. 


Interactive point-to-point timing delay calculation is provided to 
simplify timing analysis and critical path determination. 


The Evaluation Kit includes hardcopy generation to document 
a design and automatically track design changes. 


System Requirements 

Minimum System Configuration 

IBM PC-XT, PC-AT or compatible computer with: 

e MS-DOS 2.1 or higher 

e 640K Bytes RAM 

e 1 Diskette Drive 

¢ 10-MB Hard Disk 

e IBM or compatible Color Graphic Adapter and Display 
e 1 Serial Interface Port 

e Mouse Systems, Microsoft or compatible mouse 


Evaluation Kit 
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Minimum Requirements of Software and Hardware Configurations 
for Monolithic Memories LCA Design System 


Software Package 
Legend T == a ar 
: AUTOMATIC! FutureNet DASH 
R Required XACT XACTOR 
S Supported XACT EVALUATION P-SILOS IPLACEMENT| SCHEMATIC IN-CIRCUIT 
— Not required or |DESIGN EDITOR KIT SIMULATOR AND DESIGN ENTRY EMULATOR 
supported LCA-MDS21 LCA-MEKO1 LCA-MDS22 ROUTING INTERFACE LCA-MDS24 
LCA-MDS23 LCA-MDS31 
Version 1.30 Version 1.30 |Version|Version| Version Version 1.00** 4.10 | 1.30 
aaa | Pane UE | ann el ; * 
Version Version 1U.3 | 2C.5 1.0 DASH|DASH|DASH 1.33 
1.2 1.2 2 3C 4 
head Version Version Version Version Version|Version 
ersion 12 1.2 or 13 13 12 13 
Required : 13 , : ; 7 
MS-DOS Version | Version | Version | Version | Version | Version Version Version Version |Version 
PC-DOS 21 or | 2.1 or | 24.0r | 2 or | 21or | 2.1 0r 2.1 or 2.1 or 2A Or | 2Aor 
Operating System above | above | above | above | above | above above above above | above 
M2064 M2064 M2064 M2064 M2064 M2064 M2064* 
Logic Cell M2064 | (8x8) | M2064 | (8x8) | M2064 | (8x8) (8x8) (8x8) (8x8) (8x8) 
Arrays (8x8) and (8x8) and (8x8) and and and 68NL and 
Supported only | M2018} only | M2018} only | M2018 M2018 M2018 an M2018 
(10x10) (10x10) (10x10) (10x10) (10x10) y (10x10) 
IBM PC XT 
or 100% compatible . si " . . . ‘ . B B 
IBM PC AT 
or 100% compatible - $ ° 3 = : - = . 2 
Minimum — | 640KB| 1MB |640KB| 1MB |640KB|640KB| 640KB_ |256 KB|512 KB/512 KB/640 KB| 1 MB 
System RAM 
Memory : T + T 
Hard Disk 
(10 MB min R R R R R R R R R R R R 
30 MB REC) 
+—_____+—_ mY 
Monochrome _— _— — — R R — R — _ — — 
CGA | 
(Color graphics R R R R S S R _ — — R R 
adapter) L 
So 
‘ EGA R R 
Graphics (Enhanced color S S S S S S S — | (with | (with S S 
— graphics adapter) 192 KB) |192 KB)| 
an | 
: Lotus/Intel EMS R R R 
Displays (Expanded memory — (with _ (with —= = = —= — —_ —_ (with 
specifications) 256 KB) 256 KB) 256 KB) 
Vendor Future- 
: Net 
graphics graphics 
board {controller 
board 
T =r —T 
Security key R R — wae | R R R — — — R R 
fas + Se 
R 
Mouse Rt Rt Rt Rt —- = — (Future-|(Future-((Future-) Rt Rt 
Net) Net) Net) 
Future- | Future- 
Other Net Net 
Devices | Min. number of mouse/|mouse/ 
1 1 1 1 1 1 1 1 parallel | parallel 1 1 
parallel ports oort | port 
board | board 
~ a a a ee rae + + 
MIN, ADEIDSNSF) 4 1 1 1 0 0 0 6}/a/|@ | 2 2 
serial ports 


* XACTOR Version 1.33 supports the universal emulator pod with interchangeable header cables for each package type. Versions 1.10 and 1.30 or XACTOR 
support only the dedicated 68-Pin PLCC emulation pod originaly offered with XACTOR Version 1.10. XACTOR Version 1.33 will also support the original 68-Pin 
PLCC Emulator Pod. 

** L_CA-MDS31 FutureNet DASH Schematic Design Entry Interface version 1.00 is compatible with FutureNet DASH Schematic Designer versions 2, 3C and 4. 


t Must be Mouse Systems™, FutureNet® or Microsoft® mouse compatible. 
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Logic Cell Array 


MDS21 XACT DESIGN EDITOR SYSTEM OPTIONAL 
MDS24 
XACTOR 
Ena LCA MACRO EMULATOR 
DELAY LIBRARY 
CALCULATOR 
MDS31 
FUTURENET DASH 
SCHEMATIC DESIGN 


Net Pin Bik Config Screen Misc Profile 


ENTRY INTERFACE 


MDS22 


P-SILOS 
LOGIC AND TIMING 


SIMULATOR 
Pin: BAA SEGAO NET: ADO 2ns 
Cmd: 


MDS23 


LCA FILE FORMATTER 
DOWNLOAD FOR EPROM 
CABLE PROGRAMMER 


AUTOMATIC 
PLACE AND ROUTE 


(APR) 


Development System 


The DS21 XACT Design Editor provides all capabilities required 
for Logic Cell Array design. Additional development system 
options provide enhanced designer productivity during design 
entry, placement and routing, and design verification. 


Xilinx, Logic Cell, XACT, XACTOR and LCA are trademarks of Xilinx, Inc. Monolithic Memories does not assume any liability arising out of the application or 
IBM is a registred trademark and PC, PC/AT, PC/XT are trademarks of Interna- use of any product described herein; nor does it convey any license under its 
tional Business Machines Corporation. patent, copyright or maskwork rights of any rights of others. Monolithic Memories 


reserves the right to make changes, at any time, in order to improve reliability, 
function or design and to supply the best product possible. Monolithic Memories 
cannot assume responsibility for the use of any circuitry described other than 
circuitry entirely embodied in their product. No other circuit patent licenses are 
implied. 

Monolithic Memories cannot assume responsibility for any circuits shown or 
represent that they are free from patent infringement or any other third party 
right. 

Monolithic Memories assumes no obligation to correct any errors contained 
herein or to advise any user of this text of any correction if such be made. 


Portions of this data sheet reproduced with the permission of XILINX, Inc. 


FutureNet is a registered trademark and DASH is a trademark of FutureNet Cor- 
poration, a Data I/O Company. P-Silos is a trademark of SimuCad Corporation. 
MS-DOS is a trademark of Microsoft Corporation. Mouse Systems is a trademark 
of Mouse Systems Corporation. Microsoft is a registered trademark of Microsoft 
Corporation. 
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Americas 
Monolithic Memories, Inc. 
2175 Mission College Blvd. 
Santa Clara, CA 95054-1592 
Phone (408) 970-9700 
TWX (910) 338-2374 
TWX (910) 338-2376 
TWX (910) 338-2405 
Fax (408) 988-4254 


United Kingdom 
Monolithic Memories, Ltd. 
Monolithic House 
1 Queens Road 
Farnborough, Hants 
England GU146DJ 
Phone 0252-517431 
Telex 858051 MONO UKG 
Fax 44-252-521041 


Monolithic Memories, Inc. 
4040 Moorpark Avenue, No. 216 
San Jose, CA 95117 
(408) 249-7766 


Monolithic Memories, Inc. 


12801 N. Central Exp., Suite No. 530, 35 


Dallas, TX 75243 
(214) 991-1491 


Monolithic Memories, Inc. 
5 Greentree Centre, Suite 204 
Marlton, NJ 08053 
(609) 985-1444 


Monolithic rand Memories 


Corporate Sales Offices 


France 


Monolithic Memories France S.A.R.L. 


Silic 463 
F 94613 Rungis Cedex 
France 
Phone (33)-1-46-87-34-62 
Telex 202146 
Fax (33)-1-45-60-57-25 


Singapore 


Monolithic Memories Singapore Pte., Ltd. 


19 Kepple Road 11-06 
Jit Poh Building 
Singapore 0208 

Phone 65-2257544 
Telex RS55650 MMI RS 
Fax 2246113 


Hong Kong 


Monolithic Memories (HK) Ltd. 


Room 1901, Henan Building 
90-92 Jaffe Road 
Wanchai 
Hong Kong 
Phone (852)5-201-838 
Fax (852)5-202-186 


Domestic Sales Offices 


Monolithic Memories, Inc. 


1800 East McFadden, No. 110 


Santa Ana, CA 92705 
(714) 543-8664 


Monolithic Memories, Inc. 
40 Speen Street 
Framingham, MA 01701 
(617) 875-7373 


Japan 
Monolithic Memories Japan KK 
5-17-9 Shinjuku-Ku 
Shinjuku 
Tokyo 160 
Japan 
Phone 81-3-207-3131 
Telex 232-3390 MMIKKJ 
Fax 81-3-207-3130 


Germany 
Monolithic Memories, GmbH 
Mauerkircherstr 4 
8000 Munich 80 
West Germany 
Phone 49-89-984961 
Telex 5-24385 MONO D 
Fax 983162 


Monolithic Memories, Inc. 
One Energy Center, No. 250 
300 East Shuman Blvd. 
Naperville, IL 60566 
(312) 961-9200 


Monolithic Memories, Inc. 
280 Regency Ridge, Suite 1000 
Dayton, OH 45459 
(513) 439-0470 


Monolithic Memories, Inc. 
6575 The Corners Pkw., Suite 304 
Norcross, GA 30092 
(404) 447-0006 


Other Technical Support Offices 
Canoga Park, CA — (818) 341-7257 


Technical Application Hotline: 
800-222-9323 


Applications for any integrated circuits contained in this publication are for illustration purposes only and Monolithic Memories makes no representation or warranty that such applications will 
be suitable for the use specified without further testing or modification. Devices sold by Monolithic Memories are covered by the warranty and patent indemnification provisions appearing in its 
Terms of Sale only. Monolithic Memories makes no warranty, express, statutory, implied, or by description regarding the information set forth herein or regarding the freedom of the described 
devices from patent infringement in any described application or otherwise and no licenses of any kind are granted or implied under any patent or other right. Monolithic Memories makes no 
warranty of merchantability or fitness for any purposes. Monolithic Memories reserves the right to discontinue production and change specifications and prices at any time and without notice. 
Monolithic Memories’ products are intended for use in normal applications. Applications requiring unusual environmental requirements, or reliability applications, such as medical life-support 


or life-sustaining equipment are specifically NOT recommended without written Monolithic Memories’ acceptance and additional processing for such applications. 


Copyright® 1987 Monolithic Memories, Inc. 2175 Mission College Blvd., Santa Clara, CA 95054-1592. All rights reserved. The material contained herein may not be reproduced, adapted, 


merged, translated, stored, or used without the prior written consent of the copyright owner. 
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